ETag: "af863e7099b30244f87ed4dd122ebe94"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 74965
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Rebecca F Doherty
x-archive-meta-case-cause: 46:0688 Jones Act Suit
x-archive-meta-case-name: Manuel v. McDermott Gulf Operating Co Inc et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: lawd
x-archive-meta-date-case-filed: 2008-05-05
x-archive-meta-date-case-terminated: 2011-09-27
x-archive-meta-docket-num: 6:08-cv-00605
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Both
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 340 Marine
x-archive-meta-pacer-case-num: 107557
x-archive-meta-referred-to: Magistrate Judge C Michael Hill
x-archive-queue-derive: 0
x-upload-date: 2013-01-28T17:09:09.000Z
